DART AEROSPACE LTD 


Description: Clevis Fitting, Hard Point 


Work Order: 


Part Number: 516-301018-001 


Inspection Dwg: 516-301018 Rev: A Page 1 of 1 
INSPECTION SHEET 
eats Tolerance Kia Accept | Reject Mee Comments 
0.880 +0.010/-0.000 
0.440 +/-0.010 | 
2.188 +/-0.010 | 
1.313 +/-0.005 | 
0.438 +/-0.010 
| 0.625 Joo +/-0.010 
1.250 +/-0.005 
2.13 +/-0.030 
| Ros | +/-0.030 
0.379 +0.007/-0.000 
0.625 +/-0.010 
0.375 +/-0.010 
Ø0.323 +0.005/-0.000 
0.50 +/-0.030 
R0.38 +/-0.030 a 
075 | +/-0.030 P| 
3.500 +/-0.010 
2.48 +/-0.030 
0.75 +/-0.030 
0.375 +/-0.010 
R0.13 +/-0.030 
2.000 +/-0.010 - 
L 
a 
Measured by: | | Checked by: QC Inspector: 
Date: | | Date: Date: 
Epalneering Aenroval Date: | 
Rev | Date | Change Revised by Approved 
A | 20.06.16 | New Issue Tm AK - 
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